®oton of Arlington 
©fftte of tfje ®oton Manager 


Building Maintenance Committee 
April 23, 2014 

Town Manager’s Conference Room 
4:00 PM 

AGENDA 


1. ) Minutes 

2. ) Maintenance Policy Review 

3. ) Town Meeting Preparation 

4. ) Next Steps 



